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E.O. 11652: N/A 
TAGS: ETRDENGRCH 

SUB J : CONTRACT WITH PRC FOR SALE OF SEISMIC EQUIPMENT 

1 . USLO HAS RECEIVED COPY OF LETTER FROM GEO SPACE 
CORPORATION OF HOUSTON TO THE CHINA NATIONAL TECHNICAL 
IMPORT CORPORATION (TECHIMPORT) WHICH REFERS TO SIGNED 
CONTRACT FOR THE SALE OF SEISMIC EQUIPMENT TO THE 

PRC. THE LETTER EXTENDS FORMAL INVITATION TO TECHIMPORT 
TO SEND 22 REPEAT 22 TRAINEES TO HOUSTON IN ACCORD 
WITH THE PROVISIONS OF THE CONTRACT. COPY OF GEO SPACE 
LETTER WAS ALSO SENT TO THE DEPARTMENT. 

2. GEO SPACE HAD DISCUSSIONS WITH TECHIMPORT AT CANTON 
(HONG KONG 10266), BUT THIS IS FIRST REPORT WE HAVE 

HAD REGARDING A CONTRACT. WE WOULD APPRECIATE ANY 
FURTHER INFORMATION THAT MAY COME TO THE ATTENTION 
OF STATE OR COMMERCE. 
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